CAMEL LIGHTS 

11 mg. "tar", 0.8 mg. nicotine 
av. per cigarette by FTC method 
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SURGEON GENERAL'S WARNING: Cigarette 
Smoke Contains Carbon Monoxide. 



ft June 12-16 f 

Ethe Camel Roadhouse is located " 
W on Route 3, Weirs Beach, next < 
v to the Lobster Pound 

^ Don’t forget to check out 

the Roadhouse 

Yt Live Bands Daily 
Yt Camel Souvenir Sales 
Yr Prize Giveaways 
Yj Camel Cash Exchange Booth 

PARTICIPATION RESTRICTED TO PERSONS 
21 YEARS OF AGE OR OLDER. 


Source: https://www.industrydocuments.ucsf.edu/docs/fqln0004 
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Source: https://www.industrydocuments.ucsf.edu/docs/fqln0004 



